Month/Year 

Use of Force 

Incidents 

May, 2018 

34 

April, 2018 

34 

March, 2018 

30 

February, 2018 

39 

January, 2018 

41 

December, 2017 

33 

November, 2017 

23 

October, 2017 

44 

September, 2017 

31 

August, 2017 

34 

July, 2017 

42 

June, 2017 

28 

May, 2017 

37 

April, 2017 

35 

March, 2017 

30 

February, 2017 

25 

January, 2017 

41 

December, 2016 

35 

November, 2016 

32 

October, 2016 

21 

September, 2016 

25 

August, 2016 

36 

June, 2016 

36 

March, 2016 

35 

January, 2016 

44 

Decmeber, 2015 

26 




Use of Force Type 

2013 

2014 

2015 

2016 

2017 

2018 

Physical Force 

245 

218 

259 

271 

282 

276 

Display of Firearm (Show of Force Only) 

154 

102 

147 

147 

121 

129 

O.C. 

11 

8 

7 

4 

8 

7 

Display of O.C. (Show of Force Only) 

1 

1 

7 

3 

2 

0 

Baton 

4 

5 

9 

2 

5 

2 

Display of Baton (Show of Force Only) 

5 

9 

2 

4 

4 

5 

Carotid Restraint 

7 

2 

1 

6 

3 

6 

Taser 

17 

6 

23 

12 

9 

8 

Display of Taser (Show of Force Only) 

52 

30 

54 

46 

36 

40 

Super Sock LTL 

2 

2 

0 

1 

0 

0 

Display of Super Sock (Show of Force Only) 

0 

0 

0 

1 

1 

2 

40mm LTL 

0 

0 

0 

1 

3 

1 

Display of 40mm LTL (Show of Force Only) 

0 

0 

0 

0 

5 

11 

LR-2 

17 

13 

18 

15 

23 

13 

Spit Sock 

16 

14 

34 

38 

29 

25 

Maximum Restraints 

7 

13 

16 

6 

19 

8 

Jail Restraint Chair 

9 

4 

6 

10 

4 

1 

Spikes/Legal Intervention 

0 

0 

0 

0 

0 

0 

K-9 Contact 

9 

7 

6 

1 

4 

0 


Only contains data from reports reviewed by the Escondido Police Department Use of Force Committee 
(Does not include OIS or TFO data) 




























